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ACTION OES-05 

INFO OCT-OI lO-IO ISO-00 ACDA-IO CIAE-00 INR-07 L-03 

NSAE-00 NSC-05 EB-07 NRC-07 FEAE-00 HEW-06 /061 W 

070716 

R 17I343Z JUN 75 
FM USMISSION IAEA VIENNA 
TO SECSTATE WASHDC 5989 
INFO USERDA GERMANTOWN 

UNCLAS IAEA VIENNA 5204 

EO 11652: NA 

TAGS: IAEA TECH WHO 

SUBJECT: IAEA STUDY ON INSTRUMENTATION REQUIREMENTS EOR NUCLEAR 
MEDICINE IN DEVELOPING COUNTRIES 

REE: IAEA VIENNA 3862 

1. MISSION HAS RECEIVED CONTRACT FROM ERDA CHICAGO OPERATIONS 
OFEICE FOR IMPLEMENTATION OF PROPOSAL OUTLINED IN EKLUND/ 

SEAMS LETTER DISCUSSED REFTEL, BUT HAS NOT RPT NOT RECEIVED 
RESPONSE TO THAT LETTER. 

2. SINCE WE UNDERSTAND CONTRACT MUST BE EXECUTED BY JUNE 30, 

WE ARE PROCEEDING TO DISCUSS TEXT ON INFORMAL BASIS WITH 
AGENCY LEGAL DIVISION, AND WE ARE HOPEFUL THAT DEADLINE CAN 
BE MET. 

3. IN MEANTIME, WE WOULD HOPE THAT RESPONSE TO EKLUND'S 
LETTER MIGHT BE FORTHCOMING PRIOR TO JUNE 30 DEADLINE FOR 
EXECUTION OF CONTRACT. 

4. ADVISE. LABOWITZ 
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